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THE  WOOLY  MAPLE  SCALE 

The  Wooly  Maple  scale  (Phenacoccus  acericola  King)   is  often 
confused  with  the  cottony  Kaple  leaf  scale   (Palvinaria  acericola 
Walsh  and  Riley)  as  they  both  are  coi3omonly  found  on  the  under- 
side of  maple  leaves. 

The  wooly  maple  scale  i»'hen  full  grown  forms  a  loose  white 
cottony  mass       to  i  of  an  inch  in  diameter  and  the  white  pupal 
skins  of  the  males  often  cover  the  trunk  and  lowest  branches . 
The  cottony  maple  lea,f  scale,  when  full  grown,   forms  a  white 
tightly  felted  sack  adjacent  to  the  brown  scale  insect  body. 
Injury  by  either  species  is  only  visible  when  the  infestation 
is  heavy  which  causes  the  leaves  to  drop  prematurely  and  thus 
weaken  the  the  vitality  of  the  tree. 

Control.-  Spray  with  one  of  the  miscibla  or  soluble  oils 
during  the  dormant  season  before  the  buds  swell.     In  summer 
when  the  young  are  crawling,   a  spray  of  2  per  cent  miscible  oil 
applied  so  as  to  hit  the  underside  of  the  leaves  should  control 
this  pest.     Summer  sprays  are  not  necessary  if  the  doramnt  spray 
is  made . 


